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THE EGGS OF CARPOCOCCYX RENAULDI: A CORRECTION 


Some years ago (Walters 1973, Bull. Brit. Orn. Cl. 93: 174), I described 
a clutch of four eggs which had been presented to The Natural History 
NIuseum by the late L. W. Hill (not Hall, as there misprinted) of 
“Birdland”, Bourton-on-the-Water, as having been laid by Renauld’s, 
or the Coral-billed Ground-cuckoo Carpococcyx renauldi. It now seems 
clear that these eggs were in fact misidentified, as their size relative to 
body size is quite out of proportion to those of other related species. 

At that time, I queried the identity of an egg reported in Meise 
(1964, Schénwetter’s Handbuch der Oologie, pt. 10), but it would seem 
that this is in fact likely to be correct. This egg could not be found in 
1973, but what appears to be the same specimen has subsequently come 
to light in the NHM collection. It was laid on 3 July 1927 in the aviary 
of Alfred Ezra, and given to Walter Rothschild. Schénwetter’s 
measurements, as quoted by Meise (1964), were 44.4 x 34.0 mm. I 
subsequently measured it and found it to be 44.5 x 34.2 mm. This is 
close enough to demonstrate that it may well be the same egg. 
Furthermore, curation of the NHM collection has revealed another 
egg, this time an oviduct specimen, collected by Sir Walter Williamson 
on 12 June 1918 at Pak Jung, E. Thailand, which measures 42.7 x 38.1. 
Although Williamson had queried the identity of the species for unclear 
reasons, it seems likely to be correct. 

The size of c. 42-44 x 34-38 mm for the eggs of this species seems, 
therefore, more likely to be correct than the figures (60-63 x 43- 
45 mm) previously given. 
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